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Technical  Delegate’s  Report 

The  following  parts  and  parameters  have  been  replaced  /  changed  during  the  Parc  Ferme  yesterday 
and  today: 

Mercedes: 


Car  44: 

RHS  front  track  rod 

RHS  lower  front  rwd  leg 

Barrel  pot  B  and  associated  front  plate  loom 

Gearbox  barrel  sensor  calibrations 

Car  77: 

Fwd  plank  section 

RHS  rear  FLIRT  temperature  sensor 

Front  laser  lens 

Nose  /  front  wing  assembly 

Ferrari: 


Car  05: 

LHS  rear  brake  drum 

Car  16: 

RHS  upper  front  wing  flap 

Wastegate  valve  hydraulic  actuator 

Parameters  related  to  wastegate  valve  change 

Red  Bull  Racing  Honda: 


Car  23: 


Nose  /  front  wing  assembly 


McLaren  Renault: 


Car  55:  Strain  gauge  axle  sensor  batteries 

Car  04:  RHS  rear  brake  duct  outboard  deflector 

Gearbox  hydraulics  set 
Strain  gauge  axle  sensor  batteries 

Parameters  associated  with  replacement  of  the  gearbox  hydraulics  set 


Renault: 

Car  03:  RHS  front  trackrod 

Bargeboard  insert 


AlphaTauri  Honda: 

Car  1 0:  Nose  /  front  wing  assembly 


Racing  Point  BWT  Mercedes: 

Car  1 8:  RHS  rear  brake  duct  barrel  vain  assembly 


Alfa  Romeo  Racing  Ferrari: 

Car  07:  RHS  front  wing  footplate 

Car  99:  RHS  floor  tyre  seal 

Fwd  plank  section 


Haas  Ferrari: 

Car  08:  LHS  rear  brake  disc  temperature  sensor 

Flap  valve  on  the  LHS  fuel  hatch 
Fuel  cell  compressor 


All  above  parts  have  been  replaced  with  the  approval  of  the  FIA  technical  delegate  following  a  written 
request  from  the  team  concerned,  this  being  in  accordance  with  Article  34.2  of  the  2020  Formula 
One  Sporting  Regulations. 


Jo  Bauer 
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